Proposed Warrant Article 
Allowing Notices to be Posted 
In Linnited Circunnstances 

Problem: Flyers and posters are considered signs under the town bylaws, 

similar to billboards and store signs. Event flyers, lost pet notices, 
and yard sale signs are not allowed. 

Solution: Amend the Town Bylaws to allow such notices with specific rules. 

Signs erected by a person or non-profit organization for the purpose 
of advertising an individual yard sale, public event, or lost pet will be 
called "notices", exempt from the sign provisions of the Town 
Bylaws. 

Notices must be constructed of resilient materials and must be 
erected in a way that is not dangerous to the general public. 

Notices are limited in size and can only be posted for a limited time. 

Notices must include the name of the sponsoring person or 
organization, the date of the yard sale or event, and a contact phone 
number or email address. 

Notices may not be placed on trees or on private property without 
the consent of the property owner. 

Notices cannot be placed on public property without written 
approval from the Board of Selectmen. 

Notices cannot be erected in a way that limits visibility at corners. 


Christian Kiein 
TMM - Precinct 10 


January 12, 2015 



Warrant Article Submission Form 


PETITION OF TEN REGISTERED VOTERS FOR INSERTION OF ARTICLE INTO THE 
WARRANT FOR THE ANNUAL (SPECIAL) TOWN MEETING. 

File Completed Form with the Board of Selectmen's Office no later than Friday, January 30, 
2015,12:00/Noon. 

We, the undersigned registered voters (10 for Annuai, 100 for Speciai) of the Town of Ariington, 
hereby petition the Board of Seiectmen pursuant to MGL c.. 39, § 10 to insert the foiiowing 
articie(s) into the warrant for the Annuai (Speciai) Town Meeting. 

ARTICLE 

Zoning Byiaw Amendment & Town Byiaw Amendment/ 

Reguiation of Posted Event Notices: 

To see if the Town wiii vote to amend the Zoning Byiaws and the Town Byiaws to aiiow 
for and reguiate the posting of appropriate signage for the noticing of certain types of 
events on either private or pubiic property, inciuding but not iimited to Town events, non¬ 
profit events, personai yard saies, and iost pets, or take any action reiated thereto: 

Requested by: Christian Kiein 

Address: 54 Newport Street, Ariington, MA 02476 

Teiephone: 781-641-4211 

Emaii: cmqkiein@gmaii.com 


For Office Use Only - Do Not Write In This Area 

Proposed Name/Sobject Matter: 


The primary motion for this article will come from: 

Board of Selectmen Redevelopment Board 

Finance Committee 

The following groups will comment on this article: 

Board of Selectmen Redevelopment Board 

Finance Committee 


Warrant Article Submission Packet, Town or Arlington, MA 




Title V - Regulations Upon the Use of Private Property 
ARTICLE 1: BILLBOARDS AND SIGNS 
Section I. Restrictions on Use 

No person, firm, association, or corporation shall erect, display, or maintain, within the limits of 
the Town, a billboard, sign, or other outdoor advertising device, unless it meets the following 
requirements or unless it was approved by the Massachusetts Outdoor Advertising Board under 
Section 30 and 32 of Chapter 93 of the General Laws, or by any amendments or additions 
thereto, in which case any such sign, billboard, or other outdoor advertising device shall comply 
with the requirements of this Section (1) one by January 1, 1973: 

A. Within fifty (50) feet of any public way; 

B. Within three hundred (300) feet of any public park, playground or other public grounds, 
if within view of any portion of the same; 

C. Nearer than fifty (50) feet to any other such billboard, sign or other advertising device, 
unless said billboards, signs or other advertising devices are placed back to back; 

D. On any location at the corner of any public way and with a radius of one hundred and 
fifty (150) feet from the point where the center lines of such ways intersect; 

E. Nearer than one hundred (100) feet to any public way, if within view of any portion of 
the same, if such billboard, sign or other advertising device shall exceed a length of eight 
(8) feet or a height of four (4) feet; 

F. Nearer than three hundred (300) feet to any public way, if within view of any portion of 
the same, if such billboard, sign or other advertising device shall exceed a length of 
twenty-five (25) feet or a height of twelve (12) feet; 

G. In any event if such billboard, sign or other advertising device shall exceed a length of 
fifty (50) feet or a height of twelve (12) feet; except that the Selectmen may permit the 
erection of billboards, signs or other advertising devices which do not exceed forty (40) 
feet in length and fifteen (15) feet in height if not nearer than three hundred (300) feet to 
the boundary line of any public way. 

H. No billboard, sign, or other advertising device shall be erected, displayed or maintained 
in any residence district or in any block in which one-half or more of the buildings on 
both sides of the street are used partially or wholly for residential purposes, or in any 
Planned Unit Development district. 

I. No billboard, sign, or other advertising device shall be erected, displayed or maintained 
until a license has been issued by the Board of Selectmen. Upon receipt of an application 
for a license to erect, display or maintain a billboard within the limits of the Town, the 
Selectmen shall hold a public hearing on said application in the Town, notice of which 
shall be given by posting the same in three or more public places in said Town at least 
one week before the date of such hearing, or by publication in a local newspaper of 
general circulation in the Town at least one week before the date of the public hearing. A 
written statement as to the results thereof shall be forwarded to the applicant containing, 
in the event of a disapproval of such application, the reasons therefor, within thirty days 
from the date of submission of the application to the Selectmen. 



J. Signs erected by a person or non-profit organization for the purpose of advertising an 
individual yard sale, public event, or lost pet are hereby referred to as “notices” and are 
exempt from the provisions of this article of the Town Bylaws so long as they abide by 
the following provisions: 

A. Notices must be constructed of resilient materials and must be erected in a way 
that is not dangerous to the general public. Notices that are loose or damaged 
must be removed or replaced by the sponsoring person or organization. 

B. Notices may not be erected more than fourteen (14) days before a yard sale or 
event and must be removed no more than two (2) days after the yard sale or event. 

C. Notices cannot exceed nine (9) square feet in area. Notices must include the 
name of the sponsoring person or organization, the date of the yard sale or event, 
and a contact phone number or email address. Registered trademarks may not 
occupy more than ten percent (10%) of the notice area. 

D. Notices may not be placed on trees. 

E. Notices cannot be placed on private property without the consent of the property 
owner. 

F. Notices cannot be placed on public property without written approval from the 
Board of Selectmen. Town Departments may establish policies for the display of 
notices on public property under their jurisdiction. Notices erected under such 
policies do not require separate approval from the Board of Selectmen. 

G. Notices cannot be erected in a way that limits visibility at corners along public 
and private ways. 


Section 2. Signs Related to Premises 

This By-Law shall not apply to signs or other devices erected and maintained in conformity with 
law, which advertise or indicate either the person occupying the premises in question or the 
business transacted thereon, or advertising the property itself or any part thereof as for sale or to 
let and which contain no other advertising matter. 


Section 3. Fines for Violations 

Whoever violates any of the provisions of this By-Law shall be punished by a fine of not more 
than one hundred dollars ($100), and whoever, after conviction for such violation unlawfully 
maintains such billboard, sign or other outdoor advertising device for twenty (20) days thereafter 
shall be punished by a fine of not more than five hundred dollars ($500). 


Section 4. Severability Clause 



If any provision of this By-Law is declared unconstitutional or illegal by final judgment, order or 
decree of the Supreme judicial Court of the Commonwealth, the validity of the remaining 
provisions of this By-Law shall not be affected thereby. 



ARTICLE 2 
DEFINITIONS 
Section 2.01 - General 


Membership Club: 

A social, sports, or fraternal association or organization which is used exclusively by members 
and their guests. 

Notice: 

Sign erected by a person or non-profit organization for the purpose of advertising an individual 
yard sale, public event, or lost pet. 

Office: 

A place in which functions such as directing, consulting, record keeping, clerical work, and sales 
(without the presence of merchandise) of a firm are carried on; also, a place in which a 
professional person conducts his professional business 


ARTICLE 7 
SIGNS 


Section 7.01 - Intent and Purpose 

It is recognized that signs perform important functions in the community which are essentiai for the pubiic 
safety and generai weifare, such as communicating messages, providing information about goods and 
services avaiiabie, and providing orientation. It is further recognized that because of their potentiai 
detrimentai impact on the visuai and perceptuai environment, signs must be reguiated in order to: 

a. Prevent hazards to vehicuiar and pedestrian traffic. 

b. Prevent conditions which have a biighting infiuence and contribute to deciining property vaiues. 

c. Provide for easy recognition and iegibiiity of aii permitted signs and other uses in the immediate vicinity. 

d. Preserve the amenities and visuai quaiity of the town and curb the deterioration of the community 
environment. 

It is the intent of this articie to protect property vaiues, create a more attractive business ciimate, enhance 
and protect the physicai appearance of the community, provide a more enjoyabie and pieasing 
community and to encourage the most appropriate use of iand. 


Section 7.02 - Appiicabiiity 

Aii signs shaii compiy with the reguiations for the erection and construction of signs contained in the 
Buiiding Code of the Commonweaith of Massachusetts and other appiicabie town byiaws. No signs shaii 
be hereinafter constructed, maintained or permitted except in accordance with the foiiowing reguiations: 


Section 7.03 - Generai Reguiations 

The provisions of Section 7.03 shaii be the generai controiiing section for aii signs. Specific reguiations by 
zoning district are set forth in Sections 7.071 to 7.076. 

a. Any traffic, directionai, informationai, educationai or identification sign owned and instaiied by a 
governmentai agency shaii be permitted, inciuding, notwithstanding any other provision of these Byiaws, 
promotionai, informationai and/or directionai signage piaced by the Town reiative to historic sites. 
Acknowiedgement of any commerciai sponsorship on such a sign shaii not exceed 3% of the sign area. 

b. A sign (inciuding interior window dispiays or banners, either temporary or permanent) or its iiiuminator 
shaii not by reason of its iocation, shape, size, or coior interfere with traffic or be confused with or obstruct 
the view or effectiveness of any officiai traffic sign, traffic signai or traffic marking. 

c. No red or green iights shaii be used on any sign if, in the opinion of the Inspector of Buildings with the 
advice and consent of the Director of Police Services, such light would create a driving hazard. 

d. No sign shallbe illuminated between 12:00 midnight and 6:00 a.m., except signs identifying police or 
fire stations or hospitals, except signs on premises open for business and then only while open for 
business. 

e. All illumination shall be either interior and nonexposed or exterior and shielded and directed solely at 
the sign and shall be steady and stationary and of reasonable intensity, except that interior illumination is 
prohibited for bracket signs. Signs fabricated with letters, numbers, designs, or images consisting of a 
visible light source emitted from the face of the sign, including, but not limited to, incandescent and 
fluorescent bulbs, LED price signs, LED and digital displays, and neon tubes, are prohibited. 

f. (DELETED) 



g. In buildings where the first floor is substantially above grade and the basement is only partially below 
street grade, one sign for each level is allowed if each sign has only one half the square footage of sign 
area as would be permitted for a single sign. 

h. The limitations as to the number of signs permitted do not apply to traffic or directional signs which are 
necessary for the safety and direction of residents, employees, customers and visitors, whether in a 
vehicle or on foot, of any business, industry, or residence. Such signs shall not carry the name of any 
business or product. Such signs shall not exceed one (1) square foot in area. 

i. One informational sign up to 4 square feet in area, indicating the existence of, and meeting time and 
place among other things of an Arlington civic organization, may be erected only after the granting of a 
special permit. The exact size, design, content and location shall be subjects of the special permit. 

Several such signs of service organizations may be consolidated into one sign in which case the 
maximum sign area shall be limited to four square feet times the number of organizations listed on the 
sign 

j. Two signs identifying churches, synagogues, and other similar religious uses are permitted on each 
street frontage, one of which may not exceed 20 square feet in area and one which may not exceed 10 
square feet in area. One sign may be free-standing and may be used for church notices and 
announcements of services and events at the church, synagogue or similar religious institution. 

k. One sign, up to one (1) square foot in area, is allowed per residence indicating the name and address 
of the occupants therein. 

l. One sign is allowed for each of the following in any zone: 

Membership club 
Community facility 
Funeral establishment 
Public utility 

Place of public assembly 
Premises for sale or lease 

Provided such signs above shall not exceed six (6) square feet in area and it shall be located on the face 
of the building or free-standing and set back at least 10 feet from the lot line. A construction project sign 
indicating the name of the engineer, architect, and contractor or other firms associated with the project, 
provided it does not exceed 32 square feet in area. 

m. One temporary sign is allowed per establishment for a period not to exceed 60 days, providing the 
sign does not exceed the size of the maximum allowed for the site in the district in which it is located. No 
more than one temporary sign permit may be issued for a site in a calendar year. Before a temporary sign 
(other than a temporary sign placed in a window) shall be erected, there shall be deposited with the 
Inspector of Buildings the sum of $20 in cash for each sign. The deposit shall be refunded only upon the 
removal of the sign. Temporary signs larger in size or displayed more often than allowed by this bylaw 
may be authorized for public or charitable purposes. 

n. A sign area larger than that specifically allowed in 7.05 through 7.076 is allowed by special permit only 
upon completion of the procedures listed in 7.09. 

0 . In any district that allows wall signs, a structure may have no more than two of the following categories 
of signs: wall sign, window sign, and awning sign. 

p. The lettering on any sign indicating that a business is open or closed may not exceed six inches in 
height. 

q. Notices in compliance with Title V, Article 1 of the Town Bylaws are allowed in any district. 


Section 7.04 - Prohibited Signs 


The following signs shall not be permitted, constructed, erected or maintained. 

a. Signs which incorporate in any manner flashing, moving or intermittent lighting, excluding public 
service signs showing time and temperature. 

b. Wind signs, including banners, pennants, spinners, streamers, and other wind-actuated components. 

c. String lights used in connection with commercial premises with the exception of temporary lighting for 
holiday decoration. 

d. Any sign which advertises a business no longer in existence, or a product or service no longer sold. 

e. Portable signs. 

f. Window signs which cover more than 25 percent of the area of the window. 

g. Signs for home occupations. 

h. Signs, except awning signs, painted or posted directly on the exterior surface of any wall. 

i. Signs erected so as to obstruct any door, window or fire escape on a building. 

j. Signs constructed, erected or maintained upon the roof of any building. 

k. Signs which project over a public right-of-way with the exception of wall signs which may project no 
more than 12 inches from a building face and with the further exception of bracket signs in the B3 and B5 
zoning districts. 

l. Signs in the R, B1 and OS districts containing a registered trademark or portraying a specific commodity 
for sale. 

In all other districts, signs which contain a registered trademark or portray a specific commodity for sale 
occupying more than 10 percent of the sign area, unless said registered trademark or commodity is the 
principal activity conducted therein. 

Specific regulations controlling non-accessory signs are set forth in Section 7.11. 


Section 7.05 - Signs permitted in any R District 

One unlighted, permanent sign for any permitted use except a residence or home occupation sign or 
signs controlled by Section 7.071 not to exceed four (4) square feet in area and if a ground sign, set back 
not less than one half the depth of the front yard. 


Section 7.05a - Signs for Bed and Breakfasts 

A bed and breakfast or a bed and breakfast home in any zoning district may not have more than one 
permanent, unlighted sign, not to exceed four square feet in area, and if a ground sign, it must be set 
back not less than half the depth of the front yard. 


Section 7.06 - Signs permitted in any B, I or PUD District 

a. One wall sign for each street or parking lot frontage of each establishment. Unless further limited by the 
provisions of Section 7.071 and 7.072, there shall not exceed a total of two permanent signs for any one 
business or industrial establishment, including freestanding signs but excluding window signs, directional 
signs, directories, marquees, and awnings. 

b. One directory of the occupants or tenants of the building affixed at each entrance not exceeding an 
area determined on the basis of one (1) square foot for each occupant or tenant. 

c. One marquee sign for each public entrance to a theater provided that the marquee shall not be more 
than four (4) feet overall in height. 



d. One awning sign for each dispiay window of a store. 


Section 7.07 - Speciai Controis by Zoning District 
7.071 - Signs Permitted in B1, R6, R7 Districts 

Not more than one accessory waii sign up to a maximum of 20 square feet in area, or ground sign up to a 
maximum of eight (8) square per feet in area, per buiiding except that in R6 and R7 districts, buiidings 
which were originaiiy designed for commerciai use, may have one permanent waii sign not to exceed two 
feet in height, and if containing a trademark or if portraying a specific commodity for saie, such trademark 
or commodity shaii not occupy more than ten percent of the sign area, uniess said trademark or 
commodity is the principai activity conducted therein. 

7.072 - Signs Permitted in Any B2 or T District 

One permanent waii sign not to exceed two (2) feet in height or a ground sign not to exceed twenty (20) 
square feet in area and if containing a registered trademark or portraying a specific commodity for saie, 
such trademark or portrayai shaii not occupy more than ten (10) percent of the sign area uniess said 
registered trademark or commodity is the principai activity conducted therein. 

7.073 - Signs Permitted in Any B3, B5 I, or PUD District 

One permanent waii sign for each street or parking iot frontage of each estabiishment, and if containing a 
registered trademark or portraying a specific commodity for saie, such trademark or commodity shaii not 
occupy more than 10 percent of the sign area, uniess said registered trademark or commodity is the 
principai activity conducted therein. 

7.073a - Signs Permitted in Any B3 and B5 District 

One sign permitted by Sections 7.06 and 7.073 may be a bracket sign meeting the foiiowing dimensionai 
requirements : a) no iess than 8 feet ciearance from ground ievei to bottom of the sign, b) no more than 
15 feet high from ground ievei to top of the sign, c) the square footage of the sign shaii be no iarger than 
12 sq feet or the number of feet equai to haif the fagade iength of the estabiishment on which the sign 
hangs, whichever is iess, and d) the sign shaii project no more than 50 inches from the face of the 
buiiding. 

The area of the sign shaii be caicuiated based on its maximum height and width. Bracket signs shaii not 
be hung over a vehicuiar way, shaii not extend above the buiiding, and shaii not extend beyond the curb 
iine. 

7.074 - Signs Permitted in Any B2A or B4 District 

a. One permanent waii sign for each street or parking iot frontage of each estabiishment not to exceed 
forty (40) square feet and to conform to the "waii sign" provisions of Articie 7. 

b. One standing sign which does not exceed twenty-four (24) square feet in iieu of the waii signs 
permitted in 7.074a. If a standing sign is provided, there may be one permanent waii sign which does not 
exceed twenty (20) percent of the area of the standing sign. 

c. On property at any corner formed by intersectingstreets, no free-standing sign shaii be erected within 
that trianguiar area between the property iines and a diagonai iine joining points on the iines 25 feet from 
the point of their intersection, or in the case of rounded corners, the trianguiar area between the tangents 
to the curve at such corner and a diagonai iine joining points on such tangents 25 feet from the point of 
their intersection. 

d. Where a singie iot is occupied by more than one (1) estabiishment, whether in the same structure or 
not, there shaii not be more than one (1) free-standing sign for each iot street frontage. 

e. At gasoiine service stations, one (1) standard sign is aiiowed for each gasoiine pump, bearing in usuai 
size according to state reguiations, and usuai form, the name and/or type of gasoiine and the price 
thereof. 



f. If containing a registered trademark or portraying a commodity for saie, such trademark or commodity 
shaii not occupy more than ten (10) percent of any sign area, uniess said registered trademark or 
commodity is the principai activity conducted therein. 

7.075 - Signs Permitted in MU Districts 

a. One (1) free-standing sign provided such sign is not more than four (4) feet by six (6) feet or twenty- 
four (24) square feet in area and the top of the sign is not over tweive (12) feet above the ground. 

b. One (1) waii or standing sign for identification of each buiiding provided the surface area of such sign of 
one (1) side shaii not be more than ten (10) square feet nor, if a standing sign, more than six (6) feet 
above ground. 

c. Directionai signs that point out parking iots and specific services provided they are not iarger than one 
(1) foot by three (3) feet and provided the top of the sign is not more than four (4) feet above the ground. 

7.076 - Signs Permitted in OS Districts 

a. One uniighted permanent freestanding sign for any permitted use, not to exceed four(4) square feet in 
area and set back not more than fifteen(15) feet from the front property iine. 

b. On properties which provide space and amenities for recreationai, educationai and organized sociai 
activities, a kiosk not to exceed twenty-four square feet may be substituted for a freestanding sign. Such 
a kiosk is intended to serve community needs; no materiai in the nature of commerciai advertisement 
shaii be a part of the kiosk with the exception of sponsorship acknowiedgement which may not exceed 
3% of the area of the kiosk. 

Section 7.08 - Sign Permits and Maintenance 

a. Aii persons desiring to erect, instaii, piace, construct, aiter, move or maintain a sign shaii appiy to the 
Inspector of Buildings for a permit. A copy of the Application shall be submitted to the Department of 
Planning and Community Development. 

b. All applications for sign permits shall include at a minimum a drawing to scale indicating the following: 

1. the proposed sign; 

2. all existing signs maintained on the premises; 

3. the lot plan and building facade indicating location of the proposed sign; 

4. specificationsfor its construction, lighting and wiring. 

All drawings shall be of sufficient clarity to show the extent of the work. 

Upon receipt of a complete application for a sign permit, the Inspector of Buildings shall transmit a 
complete copy of the application to the Director of Planning and Community Development for his review 
and comment or that of his designee. The Director or his designee shall submit an advisory report with 
recommendations as to location, size, color, and lighting among others to the Inspector of Buildings within 
fourteen (14) days of receipt of the application. Failure to submit a report within the time period shall 
constitute approval of the permit by the Department. 

c. Such permit shall be issued only if the sign complies or will comply with all applicable provisions of this 
bylaw. 

d. The Inspector of Buildings is authorized to order the repair or removal of any sign and its supporting 
structure which in the judgment of the Inspector of Buildings is dangerous, or in disrepair or which is 
erected or maintained contrary to this bylaw. 


Section 7.09 - Special Permits 

In particular instances, the ZBA, or in cases subject to Section 11.06, the ARB may permit more than the 
number of signs hereinabove permitted or signs of a greater size or in a location other than hereinabove 
specified, if it is determined that the architecture ofthe building, the location of the building with reference 



to the street or the nature of the use being made of the building is such that an additional sign or signs of 
a larger size should be permitted in the public interest. In granting such permission,the ZBA or ARB as 
appropriate shall specify the size and location of the sign or signs and impose such other terms and 
restrictions as it may deem to be in the public interest. However, in no case shall any sign permitted 
exceed a maximum of four (4) feet times the linear face of the building front. 

Any applicant under this provision shall provide information required in Section 7.08 above, in addition to 
specific information in the form of perspectives, renderings, photographs, models or other representations 
sufficient to show the nature of the proposed sign and its effect on the immediate surroundings. Prior to 
the granting of a special permit under this provision, the ZBA shall receive comments on the sign from the 
Arlington Redevelopment Board and/or the Department of Planning and Community Development, and if 
subject to ARB approval, the ARB shall not act until it receives comment from the Department of Planning 
and Community Development. 


Section 7.10 - Nonconformance of Accessory Signs 

Accessory signs or other advertising devices legally erected before the adoption of this bylaw may 
continue to be maintained, provided, however, that no such sign or other advertising device shall be 
permitted if it is, after the adoption of this bylaw, enlarged, reworded (other than in the case of theatre or 
cinema signs or signs with automatically changing messages), redesigned or altered in any way including 
repainting in a different color, except to conform to the requirements of this bylaw; and provided further 
that any such sign or other advertising device which has deteriorated to such an extent that the cost of 
restoration would exceed thirty-five (35) percent of the replacement cost of the sign or other advertising 
device at the time of the restoration shall not be repaired or rebuilt or altered except to conform to the 
requirements of this bylaw. 

Any exemption provided in this section shall terminate with respect to any sign or other advertising device 
which: 

a. shall have been abandoned; 

b. advertises or calls attention to any products, businesses or activities which are no longer sold or 
carried on at the particular premises; or 

c. shall not have been repaired or properly maintained within thirty (30) days after notice to that effect has 
been given by the Inspector of Buildings. 


Section 7.11 - Non-accessory Signs 

No person, firm, association or corporation shall erect, display or maintain, within the limits of the town, a 
billboard, sign, or other outdoor advertising device, except those exempted by Section 30 and 32 of 
Chapter 93 of the General Laws, or by any additions to, or amendments of said sections. 

No billboard, sign or other advertising device shall be erected, displayed or maintained in any block in 
which one-half of the buildings on both sides of the street are used exclusively for residential purposes; 
except that this provision shall not apply if the written consent of the owners of the majority of the frontage 
on both sides of the street in such block is first obtained and is filed with the Division of Highways of the 
Department of Public Works of the Commonwealth of Massachusetts, together with the application for a 
Permit for such billboard, sign or other advertising device. 

Not more than one non-accessory sign shall be permitted on each lot. No non-accessory sign shall be 
erected, constructed or maintained within 50 feet of another non-accessory sign, unless said non¬ 
accessory signs are on one structure and placed back to back. 

No non-accessory signs shall be erected in any R district and, except as specifically exempt by the 
applicable regulations of the Massachusetts Board of Outdoor Advertising, no non-accessory sign shall 
be erected in any B or I district: 



On the premises of or within 300 feet of, a district, site, buiiding, structure or object which is iisted in the 
Nationai Register of Historic Pieces in accordance with P. L. 89-665, 805.915 (1966) as now in force or 
hereinafter amended; 

On the premises of or within 300 feet of any church, chapei, synagogue, schooi, pubiic piayground, 
hospitai, municipai buiiding (inciuding without iimitation town haii, fire and poiice stations and pubiic iibrary 
buiidings, MBTA station), museum, pubiic park or reservation, a permanentiy erected memoriai to 
veterans or monument; 

Within 200 feet of the 100-year fioodiine of the Aiewife Brook, Mystic Lake, Mystic River, Miii Brook, Spy 
Pond or any wetiands shown on the fioodpiain and wetiand overiay of the zoning map of the Town of 
Ariington; 

Within a radius of one hundred fifty (150) feet from the point where the centeriines of two or more pubiic 
ways intersect; 

Exceeding a height of 30 feet measured from the ground surface; 

Upon the roof of any buiiding; 

Exceeding an area of three hundred (300) square feet or one-haif (1/2) square foot per foot of iot frontage 
or, in the case of waii signs, of one-sixth of the area of said waii, whichever is smaiier; 

Containing a sign face with a verticai dimension in excess of tweive (12) feet; 

Nearer than one hundred (100) feet to any pubiic way, if within view of any portion of the same, if such 
biiiboard, sign or other advertising device shaii exceed a iength of eight (8) feet or a height of four (4) feet; 

Nearer than three hundred (300) feet to any pubiic way, if within view of any portion of the same, if such 
biiiboard, sign or other advertising device shaii exceed a iength of twenty-five (25) feet or a height of 
tweive (12) feet; or 

In any event if such biiiboard, sign or other advertising device shaii exceed a iength of fifty (50) feet or a 
height of tweive (12) feet; except that the Seiectmen may permit the erection of biiiboards, signs or other 
advertising devices which do not exceed forty (40) feet in iength and fifteen (15) feet in height if not 
nearer than three hundred (300) feet to the boundary iine of any pubiic way. 

No biiiboard, sign or other advertising device shaii be erected, dispiayed or maintained untii a Permit 
therefor has been issued by the Division of Highways of the Department of Pubiic Works pursuant to the 
foiiowing provisions: Upon receipt from said Division of a notice that appiication for a permit to erect, 
dispiay or maintain a biiiboard, sign or other advertising device within the iimits of the town has been 
received by it, the Seiectmen shaii hoid a pubiic hearing on said appiication in the town, notice of which 
shaii be given by posting the same in three or more pubiic pieces in said town at ieast one week before 
the date of such hearing. A written statement as to the resuits thereof shaii be forwarded to the Division 
containing, in the event of a disapprovai of such appiication, the reasons therefor, within thirty (30) days 
from the date of notice of the town that an appiication for such a permit had been made. 

This Byiaw shaii not appiy to signs or other devices erected and maintained in conformity with iaw, which 
advertise or indicate either the person occupying the premises in question or the business transacted 
thereon, or advertising the property itseif or any part thereof as for saie or to iet and which contain no 
other advertising matter and provided further that this Byiaw shaii not appiy to biiiboards, signs or other 
advertising devices iegaiiy maintained, at the time of its approvai by the Attorney-Generai, untii one year 
from the first day of Juiy foiiowing such approvai. 



